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E.O. 11652: XGDSl 

TAGS: ESTC, COCOM, CZ, UK 

SUBJ: UK NOISE MONITORING SYSTEM TO CZECHOSLOVAKIA - IL 
1565 

REFS: A) STATE 140234, B) COCOM DOC. (77) 284 

UKDEL SOMEWHAT PUZZLED BY QUESTIONS POSED REPTEL. HIS 
AUTHORITIES AGREE THAT CASE EXCEEDS NOTE 9 AND NOTE 12 
CUTOFPS IN CERTAIN RESPECTS. THAT IS WHY, HE STATES, 

CASE WAS SUBMITTED UNDER GENERAL EXCEPTIONS PROCEDURE. 
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